On cross-examination, Mr. Ellis confirmed that the
shuttle car operator was not careless or negligent and that
is why he was not reprimanded (Tr. 54) .  He also confirmed
that he left the respondent's employ when the mine shut down
and he found another job (Tr. 55).

Eric Colemanr roof bolter operator since 1979, testified
that in July 1982, he worked the "hoot owl" shift, and that
he "probably" worked on Mr. Gravely's shift as he had done
on several different occasions (Tr. 57).  He recalled the
posted danger board and indicated that he and his roof bolter
helper were assigned there to bolt the top.  The roof "was
working too bad" and no bolting took place until the area was
cleaned up (Tr. 58).  He considered Mr. Gravely to be a safe
foreman (Tr. 59).

When asked about the danger board incident, Mr. Coleman
responded as follows (Tr. 62):

JUDGE KOUTRAS:  At any time during this
entire episode, this one or two nights now
that this incident took place about the headers
and the danger board and all that business,
did anyone ever instruct you specifically to
go beyond the danger board to expose yourself
to any hazard or anything?

THE WITNESS:  No.

JUDGE KOUTRAS:  Mr. Gravely or anybody else?

THE WITNESS:  No.

JUDGE KOUTRASi  Do you know whether .Mr. Gravely
asked any of his crew to do that?

THE WITNESS:  Not that I recall.

JUDGE KOUT.RAS: Did Mr. Myers or anyone else
from management, to your 'personal knowledge,
instruct Mr. Gravely to take his crew beyond
the danger board?

THE WITNESS:  Not that I can recall.  I don't'

remember.

i

Clifton P. Chandler, testified that he previously
worked for the respondent for 12 years in various foreman
positions but left when the mine shut down in November 1982*

6;mp approximately a year and half ago during the summer
